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Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 


No. C8-10975/2012/MCT. 19th December 2012. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the General 
Medicine required for the Professor and Head, General 
Medicine Department, Govt. Medical College Hospital, 
Thiruvananthapuram. Tender should be subscribed Tender 
Number and addressed to the Principal, Govt. Medical 
College, Thiruvananthapuram, Pin-695 011. Details can be 
had from this office on working hours till 3.30 p. m. 

Tender No. and details of Items—236/2012 —Purchase 
of Duplex Compressed Air system and Vaccum System 
and Augmentation of Oxygen Delivery System in Medical 
Intensive Care Unit-1 No. 

Cost of tender form (Inclusive of VAT) : 

Original—' 1,575. 

Duplicate—' 788. 

Last date and time for sale of tender form— 
31-1-2013, 3 p. m. 


Last date and time of receipt of tender form— 
1-2-2013, 2.30 p. m. 

Opening date and time of tender—1-2-2013, 
3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
(' 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala States Pin-695 011. Money 
Order should reach this office on or before 18-1-2013. No 
other forms of remittance will be accepted. 

anlffljojcnamrujfflo 6 i 2 cu) 1 c 0 S)«i 3 <2<&>o<2gssl6i&] ssrooraS 
6U2curl milo3 0JDln_|0(3§j6)(2ag1eejce6) raraj cuc/a^ moo® «5)06><p 
ojooffijcm cruou)(D 63 i 3 a 3 ajlraioenoo 6>n_icg>3omanlan 2 j( 36 i<iJij 
3(3a£joaroj(ft,o3 c&insmlcsojanrij. s^rieioarujca>o3 3(3^ejoaru 
roameoosjcftqsl rolaa/ltm oiltnxwlteoj ffljam (.MlnScrulijjooS, 

6) 2 CU)1 <961 ffi3 (2 cft> 0 <2 g S3 , OilOJ QJ 00 03) nJJOo-695 0 11 r4)CTT) 
mlmoamraniloS ng)OTznliJlol<2c06i6n§oiO6no. 










odS^Giocru cncnjojo cruo(jDcn63Bgjs)s csruajo— 236 / 12 — 
njdksiyofficnj aoao ajD^njgcftcru Aotpjcrucu) a®cQ)(3 cnilaroo & 

CUOcfcJo Cru1(TUo & {3T3)Cn6)2KSagn3da3 630aG 630tftlCTOl S3Cl3 

6)OJUGjlajdl miltTUo 6ga3 0(2CUilc9S)K53 6)ag).Om1.CD)2.-1 ti®SPlo. 

BcS^GIOCru Gn£10ORSTro1oa3 CljlGl : 

(aramxaS—' 1 , 575 . 

03ffllnJ<ft>(3nj-' 788. 

3(3<iGioanj GaDooo (ulroScMijanD raraajcruocn ©ilooxmlcmjo 
cruaasaijo— 31 - 1 - 2013 , 3 ffl6rn1. 

(3(3<^gio<tu enGooo cn)j“l<ft,ffllc9S)janD raracucruoao raytooitojo 

arumcfflfUJo-1-2-2013, 2.30 2161171. 

B^<^G100m GaGOOo (mjOcOfflJOID OlloQXmlasJo m) 2 KQ)ajj 0- 

1-2-2013, 3 2)61171. 

GaG0O63T3a3 oinJOGjIcoS csnj6ns(U(3 (OTdtrsaii^anirolaojGiijeiig 
snjcfti (' 50 ) rare ail <*>210 coil rare® era ec96)6ing«5i06i77. brS^gioctu 

(BoD 00 (010)16)0^ (UiGJ 63 OnGl 07)1(38 ffi(Dffl1(B§0 2)617)1 630(8(71x8 
rarejcscrao croj1ca>ffll<flS)jcm(mo6rD. rare&joexnxrajgg o®gjo rareenic&ad 
cfcgjo 07lfflrnjl<SS)janDC(r)06TTD. eaGOOCSraroiOSISOajo 2)JLBnJl.(5)6313CB630 
aeg6)oiEft>1&jjo eaDOcft)^ 6 ii 2 ci^ 2 (ft>ego rare<racrac86)oa3 rarajfuaa^OiTjgj 
6)ca>o 6n§j ggroijo <s2K38<u1 gjoouo oi^terai 21 &jo rare) (313210 era 
ffl6m1ecmo(3ajjOjc&>a3 rnIfflcnilcflsijanDcmosrn. m6mlecD)0(3auojcft,a3 
cuipl CBnG0O6SBa3 (arejmaa^OajgjOcfcosrejgg raratBnJdMdca>«3 gra 
630a£)1mjlra3 18-1-2013-0) fflJOlSnJ c&>1§102)1 ®1c06) 611) o. GDOmCTol^JJ 
cft.l§ 2 cm 2)6n)lG<raoc3ajoo;j<ft>a3 (nlfflfrulcoffljomtmosm. bc3<^gioci7) 

(BaDOOo 6)6)<ft)2)00003 oJOSlGJOroiOiraiJo 63®lc06X38 C3T8Siy 85)J eft) 
85)lo1ijjc9>1§2anD(wjaGj. (moacrul^jj 3(3>^6io(n)jca>a3 

(rao 6 )raio ®3 cftioasmnjaDO&jjo ODilcftiralceeijdnOTiGJ. caqsjrairaS 
ojI<u®6313c/ 8 (njcu^raroil 3lajcru63BglRs8 g to rareiciDloTilreS crilcmjo 
6je1c0ffl2fm«»o6rD. 

Specification 

> Providing pipelines using annealed copper 
(bearing ISI mark ) for supply of compressed air 
Oxygen and Vacuum. 

> Translocation of compressors and accessories from 
the Neurosurgery ICU and Operation Theatre B to 
the specified area near Ward 2. 

> Necessary modifications should be done to 
combine these two units for making as a Duplex 
system. 

> Translocation of the existing Oxygen Manifold 
system (6 x 6) in the Neurosurgery ICU to the 
specified area near Ward 2 and should be upgraded 
to a 12 x 12 system. 

> The said manifold should be overhauled and 
serviced before translocation and replaced all worn 
out parts. 

> Relocation of the vacuum system installed in the 
Neurosurgery ICU to the proposed site near ward 2 
and it should be upgraded to Duplex system. 

> The vacuum system should be serviced and 
overhauled before translocation and installation. 


> Desired pipe diameter and approximate length of 
pipe for Air (22 mm -70 M and 12 mm-15 M), 
Oxygen (28 mm-90 M, 22 mm-130 M and 
12mm-85 M) and Vacuum (28mm-90 M and 16 
mm-210M) 

> All consumables which are being used in the 
desicators should be refilled to ensure the quality 
of the air supplied. 

> Transportation, installation, testing, calibration and 
commissioning of all manifold system will be under 
the scope of the work. 

> Adequate care should be taken to avoid the 
damage of paneling inside the ICU room and the 
work should be completed within the specified time 
limit. 

> Sufficient isolation valves should be provided in 
order to avoid the total shutdown of the plant 
during maintenance. 

> Color coding of the pipeline should be done as per 
any one of the approved standards. 

> The warranty period of the entire system is for 
two years and the firm should give four periodic 
preventive maintenance during the warranty. 

> AMC/CAMC rates should be quoted separately 
for a period of five years after the warranty period. 

Number of outlets required 


> Air 

> Oxygen 

> Vacuum 

> Humidifier with key pin plug 

> Ward vacuum unit with key pin plug - 


11 Nos. (MICU) 
50 Nos. (Wards) 
25 Nos. (Wards) 
25 Nos. (Wards) 
25 Nos. (Wards) 


Approximate cost —' 10 Lakhs. 


Note :—The rate of the each outlet should be quoted 
separately so that the total expenditure can be adjusted by 
limiting the number of outlets, incase the total cost 
exceeds the estimated value. 


Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ' 100 Kerala-non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit ( one Percentage) of 
the total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted or 
submitted without superscription as specified are 
liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full Postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working times. 

( 2 ) 

No. C8-12897/2012/MCT. 1st January 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following items 
required for the Professor and Heads, Paediatrics, O & G 
and Paediatric Surgery Departments, SAT Hospital, 
Thiruvananthapuram. Tender should be superscribed 
Tender Number and addressed to the Principal, Government 


Medical College, Thiruvananthapuram, Pin-695 011. 
Details can be had from this office on working hours till 
3.30 p. m. 

Tender No., Details of Item and Departments with 
Quantity—237/2012—Infusion Pump—Paediatrics, O&G and 
Paediatric Surgery—16. 

Cost of tender form (Inclusive of VAT): 

Original—' 1,050 

Duplicate—' 525 

Last date and time for sale of tender form— 
31-1-2013, 3 p. m. 

Last date and time of receipt of tender form— 
1-2-2013, 2.30 p. m. 

Opening date and time of tender—1-2-2013, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient Postage Charge 
(' 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 18-1-2013. No 
other forms of remittance will be accepted. 

(wlffljojcnrnnojjfflo aaojulcefflcoS <3c*OGgs3l6)£i njlajultniOLsIcftmj 
asrucruLsIcftcru & 6>6)coar)CBce6)og83l, oj1(u)1cr»ois1d* crucSssol 

ci£)Cml n_|3 A, gl G£J (06)00103^ fflOQK (TOO 5)9 nJO CffiJOD 

(Tuoci>cn63T3c/d ail«no 6 mo 6)iijc§>2<m«»1<f> a(3<^ejo(rujcft)U3 

cMI 613)1 cOOJ (17) J. 0(3<^ejO(TUJcft)U3 (3(3<1£J0(TU 0)031 GfflO SJ tftqsl 
cnlasnlro) trolcsj)(tnlcsoj 213011 (.nJlo3o))1 n_po3, 6 ) 2 KU) 1 c 9 ®(o 3 

Gc9)0CBgS3, 0)1 OJOJO) (13) rd2(3o-695 011 a(J)07) Oil£J0(13)(010)1 (53 
r4)(mmlaJI(al(S(flS)6TTeitr)06rn. 

3(3<iejocru cnauojo aruou) cn 6sn gjsis Gojojo 
a^fflrncnjo— 237 / 12 —gojonaS ojarii— 

oj1(U)1(S3)0(.Slc*fl3)/ 63 61)1 <TO(.Slc* (13) & 6)6)03 0) Gc06)O gS3l, 

colcuitooislc* 03)(3S8Ol-16 00611 ) 0 . 

3(3^003) GoDOO(5l5)l6)Oji Oll£J : 

raiaaruraS—' 1 , 050 . 

cru ’ 

CfD(Z)lnJc£b(3a_|- 525. 

odS^eioan) Gaoooo ailas3<s6)jcm caracnamocn rail w coil w ]o 

CrOEKDJOIjo-31-1-2013, 3 2) 613)1. 

3(3^eioan) eaoooo ou/lcftral^ai) raretnamoo) anlcoxmtojo 
auaiMfujo— 1 - 2 - 2013 , 2.30 2i6i7)1. 

B(3^ejoah> Gonooo snjOceeijanD anlcmanlccsjo cruacoxiijo— 
1-2-2013, 3 2)617)1. 

eao oo6sbu 3 (OToJoeiloS <s<U6neai(5 (3T3QQ)csj)c9S)jaT)«5)l(njcsai6ng 
anjcft. (' 50 ) (fflocnl eft. a oral (3T3CQ)cr»Gce6)6ng(mo6rn. 3(8<^eiocn) 

Ga£3 OO (515)1 6) (l3 Ojlej 63 OaOl 03)1(58 GO)ffllG§0 216ml G W 0(3 CU)(3 
raraiGQfflo croi1,ftffl1<fl6>2(m(3)06if>. rareepexsxnijgg o^eio 


rardCBnJdMdcaigjo ODlfflcnilcSOjcrntroosTTD. ennooeRsrroofflsonjo 
ajL(3nJL®>53Bfig3 aG06x®®>1ejjo GcujOc&yfflaal^ca.Ggo (graoojaMooatS 
(3T3)CU 08^ 6)n_| §J S)c9j 0 STBJ ggtrojo QfflRjSOil QJ0CTUo QJ^<M5) 
fflejOfl5T3)8»jl2lO(!Q) ffl6TT)1 QCQ)0(3 CU) OJ cftiOS (Dio (Tol c9S)J OD (TOO 6TTI. 
asm1cscr»o(3cLuojcft)a3cijtf>l Go£ioo6sbc^ (3T3)Qjcm6)rjS)g>ca>06ng)ss 
raratBnJcftaitftiaS gra socifllcrulraiS 18 - 1 - 2013 -cn ajaScij caTI§Tcofl 

ffll<fl6>6TDo. «noacn51^|j(ft,1§2arD asrnlecoiocScLuojcac/S ro1fflcnil<fls>2om 
«»06TT>. a(3<^ejocru CaCiooo fflOcaaoooaS ojosleprarcrxrojo aalcWKsS 
rarest «5 8»lol^|jca>1§2anDc®2a£j. caoacnjl^jcft.lgjaD 3c3<^ejoaruj 
c0ju 3 c® 06 )(roofflj caoffl 6 td aj aaoejjo cruj°lca> ral csoj cm «» ej. 
c&jsjonraS nilaj(063Ba3 t.n-i(Uifl5T5)l 3laj(TU6gBglRj8 gro rarejoDlcnjlroS 
mlaiDjo eje 1 te«)j(TD«» 06 nD. 

Tender Specification for Infusion Pumb 

1. Pump must be a volumetric infusion pumb for 
application of liquids in infusion and nutritional 
therapy. 

2. Pump must be able to be used in IV pole & 
horizontal bed rail for 24 Hours a day, 365 days 
without interruption. 

3. Must be spring loaded peristaltic volumetric pump 
with or without drop detector option. 

4. Delivery Range 0.1 ml/hr to 999.9 ml/hr. 

5. Must be able to accept any international standard 
IV set for pressure infusion. 

6. User selectable IV set type as per different 
manufacturer for accurate delivery. 

7. Delivery Volume Pre-selection 1 to 9999.9ml. 

8. Delivery Time pre-selection 00.01 to 99.00 Hrs. 

9. Delivery Precision +/- 5% in recommended IV set 

10. User Selectable Bolus infusion Rate must be 
0-999ml/Hr. 

11. Pre-Selectable bolus volume function up to 50ml. 

12. Intermitted bolus volume functions with volume 
and time programming. 

13. Rechargeable battery with back-up time of min. 
3 His. 

14. Remaining Battery back-up time must be displayed 
in Hr: Min. 

15. 2 Selectable occlusion pressure limits for different 
therapy application upto 2 bar. 

16. In-built air detector with following selectable range. 

a. 0.01 to 0.3 ml Air bubble size 


17. KOR-rate (KVO) 

a. Delivery rate >10 ml/h=3 ml/h 

b. Delivery rate <10 ml/h=l ml/h 

c. Delivery rate < 1 ml/h=STOP 

18. On-line infusion function access to change infusion 
rate, bolus infusion and other infusion details 
without stopping infusion to patient. 

19. Clearly structured numeric keypad for easy user 
operation with locking feature to avoid accidental 
data entry & code protection. 

20. Infusion rate in terms of Dosage Calculation as 
per patient body weight. 

21. Ward identification & 9 drug name storage. 

22. Stand-by or pause function to interrupt infusion 
therapy 

23. Large LCD/TFT/LED display for infusion rate 
display as well as text display for alarm 
information. 

24. Automatic bolus reduction system during occlusion 

25. Pumb must trigger following alarm with LED 
indication & clear text explanation:— 

a. Occlusion Pressure Alarm 

b. Volume infused Alarm 

c. Internal malfunction and Battery Charge low 
Alarm 

d. Pumb Door open alarm. Air alarm, KOR 
alarm. No infusion alarm. Free flow alarm. 

e. Alarm loudness control 

26. Double infusion rate entry to avoid wrong rate 
entry for highly critical department use. 

Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


b. 0.5 to 3.5 ml/h Air bubble flow rate 



6 . Tenders should be accompanied with a formal 
agreement executed in ' 100 Kerala-non Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one Percentage) of 

the total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted or 
submitted without superscription as specified are 
liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness whereever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working times. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


TENDER NOTICE 

No. C2/20022/2012/MCK. 9th January 2013. 

Sealed competitive tenders are invited for the 
purchase of Water Still Unit to Government Medical 
College, Kottayam. 

Tender forms can be had from this office on 
payment of ' 420 in Cash or by Money Order till 
5-2-2013, 11 a. m. No other modes of remittance will be 
entertained. Those who require tender forms by post a 
sum of ' 40 will be added towards postage charges. 

Money Orders should reach this office at least 10 days 
prior to the closing date of tender sales. Cost of tender 
forms will not be refunded. 

The duly signed tenders superscribed on the 
envelops as "Tender No. C2/20022/12/MCK for the 
purchase of Water Still Unit" addressed to “The 
Principal, Government Medical College, Kottayam-8” 
should reach this office on or before 5-2-2013, 1 p. m. 
Tenders received late will not be entertained. The duly 
received tenders will be opened at 5-2-2013, 2.30 p. m. in 
the presence of the tenderers or their authorized 
representatives who may present at that time. 

Further details can be obtained from this office 
during working hours. The undersigned reserves the right 
to reject any tender without assigning any reason. 

ga , o§wo 6)acuil<flS)«53 Gcft>oeg83teejce«) mo§c 3 aru 1 «yii cmjsmlg 
(U063T3jono«5)1cnocQ)1 ajtaojiJ ra(3^ocru,}cft.«3 dMd6mhq3g).ft)Ossiam). 

3(3<^ejoam nj(®>63Bu3 ' 420 rarasTj 630ruDlcnilro3oTlanDjo 
5 - 2 - 2013 , 11 asmlcufflo mo63no mj am cmo 6m. Bedroom 

65BC/3 ®) rd 0 Oil ®3 0319)OJ C/9^ fflj gg CUc3 ' 40 (3Tda>1<feo 

asmlecffio^CLuooQffil {3racfflcs3)csc06)6nera)O6m. aemlGcffiodiajuojc&aS 
B(3<^ejoam ajlraSryao raidQjamomlcesijamanlm 10 Blmamo ajaSnj 
ej@lQc 96 ) 6 ne«no6 m . B( 3 <^eioam oJL®>tf5Tt5>l6)c$ rnlej ascoefl 
mraScaricmanej. 

o 6 U 

mjLBQJaj B«S<i£joam 2 <ft)C /3 c&ajolmjajtftglraS “Bc 3 <iejoam 
aoamdS aml2/20022/2012/^0. oral. 6 i<ft>. gaj<ft>ffl 6 m« 5 K 5 fls>a$ 
Gojffl ojo §(3 arulraS a» 26 m 1 g a®om eaeieiipjcBraiinosjcaqsl 
“uJIaSamlnjocA cnm 6 n 3 ff>aaif 6 )aajul<s 6 )ro 8 cscft>oeg82, e<ft>o§<i2)o-8” 
ci£)am (lilejoamrarmlRsS 5-2-2013 63 ®j ai 6 m 1 c 96 )j ajarii eje1c06)rarro 
c 96 )qj 1 cjl>o ( 3 raa»<i»ece€> 6 rrg«j> 06 m. mlceul®) amacoKOTrolmjcBaDrfldo 
ejelcsojcmetroo raranjjdiemGao rarajem BdSnejoarojc&tdS ruffliensmicefflj 
amtmei. cfflinoamacfflo eie^fflotm B^>^ejoarujca)U 3 5-2-2013, 
2.30 2 ) 6 m 1 c 96 ) «njo<e6>2om(roo6m. 

ojIusb nil oj®6313c/5 BcS^onm ratrol esmo s>so<t_|o 

£je^2)06m. qq>06xtoo®2 cfljOfflemmjo <ft>06mlce6)06)«» G(3^£joaru2cft>o3 
ml® arul cssij mo mjgg carecul a 0 ®o (.n-dctdcrul njo g1®3 

m1d3i3d1nJ(3)2)06m. 

Government Medical College, (Sd.) 

Gandhinagar P. O., Kottayam. Principal. 


TENDER NOTICE 

No. C1 -19851/2012/MCTCR. 26th December 2012. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of following items required for 
Medical College, Thrissur schedule noted against each 
tender. 


SI. Tender No. and Name of 

No. Name of the Equipments Department 

with P.A.C. 


The tender forms and further details such as 
specification, general conditions etc. can be had from the 
office of the Principal, Government Medical College, 
Thrissur. Those who wish to get the tender form by post 
should send ' 50 extra by Money Order towards Postage 

charge for each tender. 

com 6n36)aa3'' 6) a aril <06)03 e<0>o<sg£3l6)£i cuIcuIcd 
cu)1n_|O(3§j6)ao^jc03g1csejc06) rarajojc/a^aocs) 8S)06)(p<jjoa3)jcm 
gnjcft>®6n)63T3u3 ajlo)ffl6n)o 6>iiQg>jcn)«5)lo) ararura rrujeoojajgg 
3(3^£joaru2cft>a3 < 0 iii 6 TT)l^|j 6 )<ft>oggjar)j. 


1 113/2012-13/MCTCR—Trinocular Pathology 

Research Microscope—' 17,00,000 

2 114/2012-13/MCTCR—Automated do. 

Staining Machine —' 6,00,000 

3 115/2012-13/MCTCR—Research do. 

Microscope—' 5,25,000 

4 116/2012-13/MCTCR—Slide filling do. 

Cabinet—' 2,00,000 

5 117/2012-13/MCTCR—Accessories for do. 

Cyto Centrinfuge—' 3,50,000 

6 118/2012-13/MCTCR—Fully automated Biochemistry 

Clinical Chemistry Analyser—' 22,00,000 


(< 0,21 

cn(nj(3 


3(3>^ejoan) o)oiiojo 

goJ<0>(O6TT)(3TO)l6)O^ 

rarasaoS cmjc&asjo 


<m1o_|0(3§36)[2c$'' 


1 113/2012-13/MCTCR—6)6)Lsemo<06)jejc3 ojaarroogsfl 

olm)c3^ 6)6)acsL<ftoaru(B<ft,Oaj—' 17,00,000 

2 114/2012-13/MCTCR—63oe§o<Mgcu) ,, 

6)6)(Tum1ocn oonnlaS—' 6,00,000 

3 115/2012-13/MCTCR—oloi)(3Tj ,, 

6)6)2)(B(<0,OOl)(B<0,O<Tj -' 6,25,000 

4 116/ 2012- 13/MCTCR-6)6)CTUCU)a£Kr»eiloa) 

su ” 

<0,O6TlilO)6-' 2,00,000 

5 117/2012-13/MCTCR—rareAooonoloi) „ 

QtiDO^ 6)6)cnxjoo 6)crua3t.sla£i < ij2^—' 3,50,000 


7 119/2012-13/MCICR—Cold room for storing Central Lab 

reagents—' 6 , 00,000 

8 120/2012-13/MCTCR—HPLC—' 15,00,000 do. 

9 121/2012-13/MCTCR—C-arm—' 3,00,000 Gastroenterology 

10 122/2Q12-13/MCTCR—Paediatric Operating 

Cytoscope Urethrotone—' 20,00,000 Paediatric 

Surgery 

Cost of tender form: 

Original—' 2,730 for SI. No. 1, ' 1,260 for SI. No. 2 
and 7, ' 1,155 for SI. No. 3, ' 420 for SI. No. 4, 
' 735 for SI. No. 5, ' 3,465 for SI. No. 6 , 
' 2,415 for SI. No. 8 , ' 630 for SI. No. 9, ' 3,150 for 
SI. No. 10. 

Duplicate—' 1,365 for SI. No. 1, ' 630 for SI. No. 2 
and 7, ' 578 for SI. No. 3, ' 210 for SI. No. 4 , 
' 368 for SI. No. 5, ' 1,732 for SI. No. 6 , ' 1,208 for 
Sl. No. 8 , ' 315 for SI. No. 9, ' 1,575 for SI. No. 10. 

Closing date and time of sale by M. O.— 
25-1-2013, 4 p. m. 

Closing date and time of tender sale by cash— 

30- 1-2013, 4 p. m. 

Last date and time for receipt of sealed tenders— 

31- 1-2013, 1 p. m. 

Opening date and time of tender—31-1-2013, 3 p. m. 


6 118/2012- 13/MCTCR.— acnasl aoQSOQaocu) 6meooo 

<0>1cT) 1<06)K53 6)<0,2)1Ol)(Sl (3T80)6)6)£10D(3 6) <0,2)101) (Si 

22,00,000 


7 119/2012-13/MCTCR-<S<0>Oo3oji) OJo 6)01)03(S«53 

tSnno(3 eoruooloto ol n®gso3oi)—' 6,00,000 ei06nj 

8 120/2012-13/MCTCR—tig)^.nil.tif)ro3cnjl.— 

15,00,000 


9 121/2012-13/MCTCR—onl.-rarajo— 
3,00,000 


cnpcrueiso 

r^yiteoogssl 


10 122/2012-13/MCTCR- nJ°l(U)l0Q)O(.Sl<fib ojlCUiltSDOLSlcfe 

630n_|(soolocn 6)6)cn)tBooome<ft.3nJ onfeol 

aJ O O aJ 

QQ)l6)OGi«5)OGSOo -' 20 , 00,000 


racS^eiocru (rU2)06n)(3T3)l6)a$ nilei: 

rarecruraS— (<0>2 )O)oik 3 i-cn ' 2 , 730 , (<0>2)O)oik3 2 -o)jo 

7- 0)Jo ' 1,260, (<0,2)0)011(3 3-0) ' 1,155, (<0,2)0)011(3 4-cn ' 420, 

(.<0.2)0)011(3 5-0) ' 735, (<0,2)0)011(3 6-0) ' 3,465, (.<0.2)0)011(3 

8- 0) ' 2,415, (<0,2)0)011(3 9-0) ' 630, (.<0.2)0)011(3 10-0) ' 3,150. 

oJ<0>(3T|- (.<0,2)0)011(3 1-0) ' 1,365, (.<0.2)0)011(3 2-OlJo 

7-OlJo ' 630, (.<0,2)0)011(3 3-0) ' 578, (<0,2)0)011(3 4-0) ' 210, 

(.<0,2)0)011(3 5-0) ' 368, (.<0,2)0)011(3 6-0) ' 1,732, (.<0,2)0)011(3 8-0) 

1,208, (.<0,2)0)011(3 9-0) ' 315, (<0,2)0)011(3 10-0) ' 1,575. 

3^<^eiocru (Bnnooo «5)ojoei1«53 eie1<06)jon raretuciDoo) 

(OllofflRDltSDJo OD21(S2)(11Jo- 25-1-2013, 4 2)60)1. 

3(3ri£1001) GtiODOo (B O) ffll § Ol 0 (B 6313 6115 (313(1101)00) 
(OlldDOflODJo 01) 2) 00) (11^0-30-1-2013, 4 2)60)1. 








nJ§lc0D 


<3(3^ejo<TU2<ft>«8 &ielcsce«)6ne raraajcruocn railed) ot/Icqjjo 
cruaKSxujo— 31 - 1 - 2013 , 1 26 rril. 

(3(3cieioaruj<ft>a3 fflijoceojcm railasrailcrajo an 2 eoxujo— 

31-1-2013, 3 261T)1, 

G^aeiocru (Ba£10O63BgJo cft>] SJ CCD C03 Oil <U ffl 6313 g J o 

(.nil a3an1n_|o c/3, U)ai6n36)2a|r 6)2cu)1<e6)ra3 ecft.oegs, sn^oajfS, 
a®o. si. ca.ooj-680 596-ra3 anlanojo ej@^ao6nni. 3c3^ejocru 
(Sacooo raioJoeilraS rarajajcra^jggciKS ' so O)njora3 iioc3©s 
(3130)100)12003)1 630(2(00 (3(3o£J0 OUlODJo 261T>1 CBCQ)0(3(U)(3 (313)03)1 
rarecoicoicBteraengraweif). 

Govt. Medical College, (Sd.) 

Thrissur. Principal. 

TENDER EXTENSION NOTICE 

No. C2-18011/2012/MCTCR. 3rd January 2013. 

The last date fixed for the receipt of the following 
tenders have been extended as per the schedule noted 
again each tender to Government Medical College, 
Thrissur. Other terms and conditions remain same. 


Schedule 


SI. 

No. 

Tender No. and 

Name of the 

Equipment 

Name of the 
Department 

1 

104/2012-13/MCTCR—Reagent Kit 

Various 

2 

109/2012-13/MCTCR—Miscellaneous 

items 

do. 

3 

111/2012-13/MCTCR—Reagent Kit 

Pathology 

4 

51/2012-13/MCTCR—Digital Mobile 



C-arm 

Neurosurgery 

5 

50/2012-13/MCTCR—C-arm Fluroscope 

Urology 


Closing date and time of tender sale by M.O.— 
24-1-2013, 4 p. m. 

Closing date and time of tender sale by cash— 
31-1-2013, 4 p. m. 

Last date and time for receipt of sealed tender— 
1-2-2013, 1 p. m. 

Opening date and time of tender—1-2-2013, 2.30 p. m. 

The tender forms and further details can be had 
from the office of the Principal, Govt. Medical College, 
Thrissur-680 596. Those who wish to get the tender form 
by post should send ' 50 extra by Money Order 

towards postage for each tender. 

03(U6036)20^ 6) 2 01)1 <06)03 (2c0)O <2g£3 , (3)^(J3](3 C0)06)(p 

63cS)Osj(3Kf)1(a1c06)2aD <3(8<i£io(n) cn)2(3ri|lces)j(rn(33lcnjgg otbqktuocd 
OllcOXOll O)06)S> 63c0)OSJ(3Kf)1(a1c06)janD lp-lt 9 ) 0 ®o fl1(3<ieiln_pijlffl1c06)j<mj. 


(c9)2 <3(3n£iocri) cnanrajo ajDla-|0(3§26)2(iijr 

0 ) 011(3 gnJc 9 )ffl 6 TD( 3 Kf) 1 ffln^ 


CBoJO^o 


1 

104/2012-13/n®oCm1s1(TUl(3B)(8- 

oil oil u) 


ol n^escii^ ts/lo 


2 

109/2012-13/o®o(n)1s1(n)1(313) (3-(Uldflu) (3)(3o 

si 

3 

11l/2012-13/o®o(n)1s1cnjl(313)^- 



ol <S)lg 

oJG(015)0gSSl 

4 

5i/20i2-i3/o®om)1s1(nil(3i3)(3—cu)1s1gro3 



6)206)6)6111(33 m)1-(313)0 

cn^eoocrwSssdl 

5 

50 / 2012 - 13 / o£j)o(n)1s1 crdl 013 ) (3—oul-rarejo 



(lGgJCOOCTDCSc&O^j 

oajcsoogssl 


(3(3^£1001) CnCOOo (5) nJ 0 £jl OS eje1c0S)J(m (3130103)000 

railasraftojo an) 2 CQ)Ojjo— 24 - 1 - 2013 , 4 26 ml. 

3(3<ieioan) QaDooo (lilraSaja) (3i3<uanoa)1<e6)janr) railcmraflcmjo 
oru2a3>Qi2o—31-1-2013, 4 26ml. 

radS^eiocrujc0)u3 eiel e<06)6n5 rareajanoo) coilcrarailasjo 
at)2a3)(112o-1-2-2013, 1 2614)1. 

3(3<ieioon)jca>a3 ®)jo<06)jano railasrailaijo ai)2cx3)(U2o— 

1-2-2013, 2.30 26ml. 

( 3 ( 8 (i£jocrtf (SaDooo raioJoeilraS raigiajcra^jggciiRS ' 50 

co)njora3 sJ0(3e®! annolraio 26m1(S(S3)0(3cu)(8 (3i3<nxx))(Sc96)6iTec3)06rn. 
3(5aeiofn)l6)oo cn)o6njaru)1ij aqsjraxsS (1j1(1i<36313c/3c06> rai^c/sj (8 
6)2(u)1c06)(35 ( 2 <ft,ocsg^ (njla3au1<T : pgl6)c$ cft)Offl^oej(X 3 )( 3 ia) 1(35 mlonojo 
(.njai(5rai3)1 3lQi(n)63i3g1(n5 eielteeijanocnosrn. 

Govt. Medical College, (Sd.) 

Thrissur. Principal. 

TENDER NOTICE 

No. S5/13352/2012/MCC. 26th December 2012. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized dealers 
for the supply of Minor equipments to the Department of 
Ophthalmology, Government Medical College, Calicut, 
Kerala, India. 

Tender forms and details of tender can be had from 
the Office of the Principal, Medical College, Calicut 
during working hours (Phone: 0495-2350212). Tender 
should be superscribed with tender number as specified 
below. The tender should be submitted along with an 
agreement executed in Kerala Stamp Paper worth ' 100 
and Earnest Money Deposit @ 1% of quoted price. 

Stamp Paper will be supplied to the firms outside Kerala, 
on request along with remittance of 150 by Money 
Order taken in favour of Principal, Medical College, 
Calicut. Specimen copy of the agreement is annexed with 
the tender form. 









Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
Insurance, Loading, Unloading, Erection and Commission 
Charges and Installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. 

The tender will be opened as detailed below. Belated 
tenders will not be accepted. 


SI. 

No. 

Tender No. and Items 
with PAC 

1 

S5/19763/12/MCC—Titanium Surgical Instruments, 
Ophthal—' 1,58,950 

2 

S5/19764/12/MCC—Steel Surgical Instruments, 
Ophthal—' 68,000 

3 

S5/19762/12/MCC—Disposable Items, Ophthal— 
' 1,52,500 

4 

S5/13352/12/MCC—Disposable Items for RD 
Surgery—' 35,000 


Cost of tender forms: 

Original—' 416 for SI. Nos. 1 to 3, 312 for 

SI. No. 4. 

Duplicate—' 208 for SI. Nos. 1 to 3, ' 156 for 
SI. No. 4. 

By post—' 456 for SI. Nos. 1 to 3, 352 for 

SI. No. 4. 

Closing date of sale of tender form by post—14-2-2013. 

Closing date and time of sale of tender form— 
19-2-2013, 3.30 p. m. 

Due date and time for receipt of tender—20-2-2013, 11 a. m. 

Date and time of opening of tender—20-2-2013, 
11.30 a. m 

Date up to which the rates are to be firm—31-3-2013. 
Special Conditions 

1. The Brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if requested. 

3. Warranty—minimum 2 years. 

4. AMC and CAMC—Minimum 5 years. AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 


Goa>Otf>lGc96)OS 6)2)O4jlc06)03 Gtft>0Gg£3l6>ej 63nJ85)0m3Gl20g£Sl 
aileocn(mm1(sejc96) oiloilco goj<ft.®6ro63i3c/3 cu1a5)®6mo Ohj^jodot)! 
gejcSO <Dl(3m2io«5)Oc96)g1(i53 cnlGcmo cmscu®j6)s rareoo)1cft>j,®) 
m1«j)fflSTT)<flS)Offl1ro3fril(B(rno 2)2t3cu^ja5)jo 2)0ru®3cju1n9dsl85)<uj2iocr» 
3(3<ieiocrujcft,(A caud6TT)l^]js)oa>oggjcmj. 

O<5'^ei0Cru Gci£lOOCUjo CUlu&30oUS63T3gjo 6)2)CU)1 cBQafi 
Gca>oegs3 (OT^tiolcrulcaScnlcrojo (njcu3a5rt5)1cru2ici»a5ra) eie^aosm 
(csn£)06n3-0495 2350212). ' ioo-6>ci$ Gcft>fflg aj(.3nj[0)G5ro)1a53 
mluailo) aora^c&octojgg cruamcrooJLcncujo (uocoGcartn 
1% cn1(s«s)(.3cuiec3Tmosjotft)]s1 ®) 06 )<p cn853<ft,1oQ)1®1c96)jcm 
G2)6>ej IPj 85K5)j 2)002)1 G(3^eiOOU CTU 2) 3 o_|1 G c06) 6T13 85) 0 614) . 
CTUoCniOO Of) 6510)1 CD nJjOaSTOTjgg (TU£)Oc>JCn63r3u3c06) 2)J(.3 nJ(85)o 

eielteojcmcinlcn ' 150 2)srolcgcx2)oc3ajoc3 cruontoo (.njlo3cru1o : |3u3, 
cocu. 6) a ojdI too co3 G<ft>o Gges, g a> o <p1 g <e® o s o£)cm 
cul ej 0 cru «5UJ)1 «)3 ®I3GnJ cMdl G<96) 6TB 85)0 6Tn . CT)1 ffl 85) (.3 CU^ 
CTU 22185) oJ (.85)8585)16)0$ fflOGD^cfti 3(3<3£10OU GnCOO 8585)1 853 
(3reCr)J6TUCrU)2)0<Bil Giij3a585)1§j6ni. 

culei 6D(85u,a3 0]njcDil«53 Gffl6)j6)<^sjcarm1<i)j1ffllGcS6)6ns«5)06rn. 
cn1<&,j85)1<ft>gjo fflpjo 6)CUGOJ6)0 nJffl0l2(3uslGc96)6nS«5)06rn. cft>S8585), 
6Da3o9noa3cru, ca>cQ>pl0ce6), Q2)(omcruo2)i.co1ca>o3 cmooojlceexsS, 
cOsizml n9dcr3 r4)cm1 6)njei cuj<ft>c/3 bcS^o cruj cft>o c6 cruiooio 

cutir)lGt66)6necs)06rn. 85)j<ft> cnra3ta)jcm®) gx85)^a3 OjoJODileiocralol^jo. 
6)6)CUc&jl eje1c06)JODR5)Jo 2)85)102)302) Cn1®85)(3<U^o, CT022185)r>J(ai)o, 

apj s^^eiocru cu^cucrucc&uS a®cm1cu nJoej1<fl6)o«5T3)«5)jaocr» 
3(3<^eiom)jca>c^ ai6)gofflj cmsolcnnajjo cft>jS36)85)a5)6)cro cnlracrulcooj 
cmc3)06rf). 3(8^eiocn) Gaoooo 6)6)ta.i20po 6 )hj<sjoo 3 njosjggsoej. 
3(3^ej0cn) Gn£)OOa585)l6)a$ CUlejODlOOffll 2)6TT>lGOQ>Oc3(U)3 63tf>l6)ca> 
a6)poaDjo cn)j1c93 0lc96)jcmca)ej. 3(8>^eiocru Gaaoo8585)l6)o$ 
cuj^njlGcoe)^ culei cnraStsil Qj063T30cujcm85)06rn. 3c3‘3£ioouj<ft>u3 
85)36)S> CruJiOla ; j1^|1ffl1c96)2Cm®)J(.nJ(ft>O0o Bc3<3£JOCrUjca>0®6)a$Gcn)0 
rareocola^as) LoJasflcnTuilcmjGSGQfflo cruocmliuyiSTisflGsS as^o^jcrrwirasrn. 

(.003(2) 3(3<^eiocru cnarucsjo egcnaijo cuil<T_|oc3§6)i2)ag jo 
cnauai n®ca>G3us 6)njeicujo 

1 Ci^cru5/l9763/l2/r4)0.aru1.cn)l.-6)6)SpOO)1cn)o Cru3£3lc96)853 

gDo3cru(Sj6)2ia$''cru 63 oJ 85)0G53—' i,58,950 

2 n^)cn)5/19764/12/a^)o.crul.crul.—oulasS cru3s3l<fl6)858 

go3crulSJ6)l20jf cri) 63nJ85)0853 -' 68,000 

3 o(j)Cru 5/19762/ 12/a®o. 00)1. CTUl.-CUOl CTU GoJ0 CTUl6TUlC/3 

6)n®poCn), 63nJ85)0858-' 1,52,500 

4 ag)cru 5/13352/12/a®o. crul. crul-CU)1crUGoJ0Crul6ru1u3 

6)ng)0ocru GciDOdi (3TS)(3.CU)1. 00)38301, 63nJS5)0853- 

35,000 

6)S6TTg(3 Gon008585)l6)C1$ Culei! 

cmscrucaS—(. <s>2i an auc3 i 20 85)853 3 cuo® ' 416, 

(da>fflO)ouc3 4-cn ' 312. 

oJift>(3nJ—(.<!&> 2) o) ou (3 1, 2, 3 6D <U Offi ceef ' 208, 

(.ta>ffl0)cru3 4-cn ' 156. 

«5)ojo«) 3 cuipl—(cOjacncTUcS 1 mjraxnS 3 cu6)® ' 456, (ca>a 
osouc3 4-0) ' 352. 

0S6IB3 Gne0O6313C^ CUl«53c06)JCm (3TdCUCrU0O) 0)1 CD)85)1 CO)jo 

cruacmcujo—19-2-2013, 3.30 216ml. 

85)nJ0853cUIpl 0S6TTS3 Gne0063Bu3 CUl853c06)jOD C3TSCUCTU0Cn 
0)1cQ)0)1 -14-2-2013. 








6)S6n5(3 crujTca> ffll teffljom rare oi ao o on (5)l<o) raflmijo 
cruacnxujo—20-2-2013, 11 2i6im1. 

6)S6nec3 (5)jOc96)jam raitoraitojo a3)2icn>oijo—20-2-2013, 
11.30 2 ) 6 rril. 

6)S6rt3(8 aflei O)l93 6)<^sj(5i5)1co)l0lc96)jam rareai aooa) 

(5)1<0)(5)1—31-3-2013. 

ml6Tuaru)m<ft>a3 


1 . a)1(32i20(5)oaj1(53a)lamjgg 6)6)<ft>ojja3)(5)<ft>o (raicrxm) 
3(3<^ejocnilfflcnon_|o a3)2)(8a_|1(Sce6)6iTg(5)06im. 

2. rarajajaa^OojsjaDoJcaiiio 3(3o£ioa3)jca>o 0018 ctujcttoo 
6)£demj1«53 cruoa)(D(TUOi2L«1ca.a3 njoleoaococrx® ss> 
(m1(BU)<O)2l0(Bc96)6rig(5)06im. 

3 . fuoo6nel—njjffljearalQQxm 2 oisiniio (d1c36tu(tu)o. 

4. OJ 0 (3 o3)1 <ft> (3130 <ft>jgo_|6im1, (13)2)(.0) aiO(3nS/l<ft, 
rareg<ft>jgnJ6im1 (njj(aj63Bl(0)(5i 5 ai(3o9do aDl(36mcru)o) 
m1ac9S)2<ft>o3 6)njGqj6)0 03)jiHliyiiy1(a1(Sd36)6iB(5)0 6rb. 
rare) 0105 ^ 6 ) 21 s/lraS cruoaxT) cn)oa(col<ft>gj6)s 6)(5>06)6i5i5) 
sjajlcn got) m\«)cBS)i<&>ui rd(5l<m6im1c96)jam(5)06im. 

5 . 2ija3<ft>j(3 ( 0 )jc&> a)(53<ft>jam(5)£i. 

Government Medical College, (Sd.) 

Kozhikode. Principal. 

TENDER NOTICE 

No. S-5622/2011/DCC. 2nd January 2013. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the following Dental Equipments 
to the Government Dental College, Kozhikode. 

SI. Tender No. and Name of 

No. Items Superscription 

1 S/5622/12/DCC—Portable Dental Chairs with 

scaler and Air Compressor 

2 S/5623/12/DCC—Intra Oral camera 

3 S/5624/12/DCC—Ultra Sonic Scaler Units 

4 S/5625/12/DCC—Autoclave (Fully Automatic) 

5 S/5626/12/DCC—Air Compressor, Light Cure Unit, 

Sterilizer (Hot Water) etc. 

PAC—' 7,80,000. 

EMD—' 1% of the total cost. 

Cost of tender form : 

Original—' 525 for SI No. 3 and ' 420 for 
others. 

Duplicate—' 315 for SI. No. 3, ' 210 for 
others. 

By M.O. only—' 575 for SI No. 3 and ' 470 
for others. 


Closing date and time of sale of tender forms by 
post—24-1-2013, 3 p. m. 

Closing date and time of sale of tender forms— 
8-2-2013, 3 p. m. 

Last date and time for receipt of tender form— 

11- 2-2013, 4 p. m. 

Date and time of opening of tender—12-2-2013, 
11 a. m. 

(?cft)Oipl(Sc9S)os cntU6n3s)i2ia3'' oasiraS Qc&oegejkejcao (5)06 mp 
siAOSjcsTOTlraltSOjan 6icu)c$ra3 goJca>(5 6im63i3a8 ofl(5)(56imo 
6).rjcg>jam(5)1(8eices) 2)ji36)oiiy 3(8oeioa3)jca>c/8 ce^6imlryj6)ca>c)ggjamj. 

L<&>® (3c3^ejO(n) cnaoirajo emsiejipjcaimjo 

cncrndl 

1 n<j)a3)/562 2/12/03)103)1 (13)1-G oJ 0 (3 § 611l1 (/3 6)<3JL>0|(53 

onj6)co)(3cru cnlrairo 03)6)cft>(0)loj(3 rarejoi^ n<j)<n)(3 

c0dO( rajcnx3 
u (TO 

2 cif)03j/5623/l2/an1(TUlcn)l -6D(l3(SO 6300(58 

3 cifJOl)/5624/l2/CU)l03)l03)1-raid(/3(.S0 CB 03) 0 613)1 cfc 

cnj6)cft>c!ffll£j(3 <i 2 )] 6 nblgcru 

4 n^)(Tl) /5625/12/(33)103)1(13)1 630G§0 AGgOJ (nDJggl 

( 3 T 3 )(!§ 0 <MgCU>) 

5 rajj)03)/5626/12/03)1(13)103)1 o®(0)(3 <S,o(.n3q3)(3, 6)6)010 

c&yjmiRS cmjemlg, 6)omol6)6)ejcnx3 ((Snr) 0 § oio§(3) 
sgrampbl 

C3T3Sffi3(58 (5)Jc9>-' 7,80,000. 
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03)2)(O)O1Jo-11-2-2013, 4 2160)1. 
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12- 2-2013, 11 2)6im1. 

Govt. Dental College, 

Kozhikode 
Phone-0495 2356781. 


(Sd.) 

Principal. 









TENDER NOTICES 

(1) 

No. S3/1290/2012/IMCH. 5th December 2012. 

Sealed tenders are invited for supply of cleaning 
items, detergents etc. items in IMCH Medical College, 
Kozhikode-8. List of item can be had from the office of 
undersigned during office hours any working days. 
Envelop containing tenders should be superscribed with 
tender numbers or indicated in the statements below and 
should be addressed to the Superintendent, IMCH, 
Medical College, Kozhikode-8, Kerala. Tender must be 
submitted is sealed cover. Tender will be opened on 
13-2-2013 at 12 noon in the presence of such of the 
tenderers or their authorized persons who may be present 
at that time. Late tenders will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Kozhikode, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of tender 
forms, in which will not be refunded under any circumstances. 

The tenders should under take the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable charges, 
Postage stamp. Draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next ' 1) of the total cost of articles 

tendered for. The tenders not accompanied by sufficient 
EMD will not be entertained. 

Approximate Cost—' 4,99,300. 

Cost of tender forms (including Tax): 

Original—' 1,040. 

Duplicate—' 520. 

If sent by Post postage charge—' 50. 

Closing date and time of tender forms—11-2-2013, 
3 p. m. 

Last date and time of receipt of tender forms— 
12-2-2013, 5 p. m. 

Date up to which the rates are to be firm— 
31-12-2013. 

Further details can be had from the office of the 
undersigned duly office hours on any working day. 


(StftiO»1e<flS)os 6)acu)1c06X33 (Bca>o< 2 gK! aoan^c/alcraj troofflcMdaT) 
Gcft)t.cB«5Tml(sejc0ffl rarajcnc/o^aocn) adobloto ffln 3 )Ooonj, (uikgdSsscrcirri) 
cyj)crbl(U nil«5)ffl6mo ffluj^omraileejces) (i)1(3aaoanoc96)g1c53 crikono 
rardoerdca^o) Qjlan<a6roc86)oa>1as3 ablGano (dlaailan eadoorormlroS 
aj[3dJij fflS6ngojcft>c/3 <Si9d6rhl^|j6)cft>oggjcmj. ra^>^eiO(Tu carascsoo 
6)njcg>jan ca>ajo1(njfflj<fi>g1ra3 a^'^ejocru enamel o^ipjeansreanjo 
aru2(nJ6rr§, aoan^aaluoj ai)offl<9>9d6n)(Bc9>(a3o, ts<a>o‘p1(S(flfi)os-8, 
(Bc&>«go n<j)cm culejocruormlraS (3racQ)ij1ra1csc0S)6n§(rojfflosTT). 
<3c3ri£JO(TU2cft>«3 (TO06W GnJc3ai15)1S193 an1<JMn1<9>gl£IJo (TUacfflOITOJo 
(3TdG(jpa3 nOOSJOOCffilgjgg (3(3o£IOCTU OruffltS.jjlijQJfflJfflSeCQJO 
OTdQJ(3 nJ1 ffl «T> £J6) njSi (OT5)100)1 S] 39 n® 8J(ljlja0a>J6)S(B(r!)0 
troocrnlau^annflcsS 13 - 2 - 2013-00 anlcroanl 12 asmlcoo 
anjO<96>J(H)(5)0 611) . 6)6)OJ<9,1 <96)1 §J01) (3( 80 OTUJc 9 >C/3 

ojrala) 6 m 1 c 96 )jcm( 5 )ei. 

3(8o£iocn) cruacSnjl <9S)j aioo3 anoa53n_| aj gg ai(3 
6)a®. n(j)o. crul. 6iOddi odIksS raraGoJcO^l^jnnoriJcOfldo 

rarajcucra^aocQ) adSogjoai) <2onoo63nci3 an06)«> 6)c9>osja5T5)1a)1c96)j(m 
(n_ica.offlo anjcft. arras^joasS mg1<96)jai)anc>6rn. radioeiocru Qa£ioo63rao3 
6)6)<9>aooo 6)^00)003 ojosigganei. 6)nj<96r)<9>d3, enjoearuss croocm, 
(.CUIOaOO r4)Gml0J fl^oeioai) (2 a£) 00(515)16) (l3 Oil ei (0)000)1 
ai)j1caia1c96)jaDanej. BaS^eiocru eaoooo ail oil. oil. c3i8)CB)l 

ora cq) cm oBOiaD an ei. 

° 61 ) 

rairas&asS anj< 9 >—' 4,99,300. 
cr)lfflanL 3 QJj) 0 —1%. 

racS^eiocro csoooocnialsio? ailm (cn 1 < 9 >jan 1 cruonlano): 
aolsIcnasS—' 1,040. 

(U)Uoil(Sc 96)6 -' 520 . 

6\) O 

odi^ejocru Gaoooo (Ulca 3 c 96 )jai) raratucnioar) anlcraanlcmjo 
auacmojjo— 11 - 2 - 2013 , 3 a6m1. 

scgoejocru csoDooo ai)j 1 c 9 >a 1 c 96 )jor) cmatucruoa) antoanlcffijo 
auacsDciijo— 12 - 2 - 2013 , 5 a6m1. 

3(3<^eiooi) a)1fflc9ffl L(G06mmj)(5r3)l£i1<a1(s<96)6ng anlcmanl— 

31 - 12 - 2013 . 

cftqsjanasS oilai o 63BC/3 LoJOJcScsnnl ctu a era0515)" g>(D 

630oDlai)1(53 (318(2(1)1 nail ojaasS (318 Ol (S3) 0CUJ 01) (5)0 611). 6)56113(3 

(nsojs1ca.o3 ajaDo 1 <x» 1 n-| 1 ej 06 )an ailglaicracgeijcmanlecno 
cn1(3c5i5)1(UC!»c96)2aDan1(S(i)o ggg rare ail ca>oa>o ai)2(.oJ6ng1a53 
crilc9i3d1njanao6n). 


Details of cleaning Items 


Si 

No. 

Name of Item and Specification 

Oty. 

Required 

(Nos.) 

(1) 

(2) 

(3) 

1 

Soap Toilet (100 gm) 

6000 

2 

Soap Carbolic (125 gm) 

1500 

3 

Soap washing (500 gm) 

1500 

4 

Toilet Cleaner (500 ml) 

600 

5 

Cleaning Powder (1 Kg) 

1000 

6 

Stain Remover for Tiles (500 ml) 

150 







(D(2)(3) 

7 Broom large (compound cleaning) 40 

8 Coconut Broom (200 gm) 3000 

9 Grass Broom 500 

10 Cob-web stick 250 

11 Latrine Brush 500 

12 Floor Brush 500 

13 Mop with stick 500 

14 Shaving Blade (razor blade) 20000 

15 Potassium Permanganate crystals (400 gm) 120 

16 Turpentine Oil (450 ml) 100 

17 Liquid Soap (250 ml) 600 

18 Nail Brush 100 

19 Soap Powder (1 kg) 300 

20 Liquid Blue (200 ml bottle) 100 

21 Benzalkonium Chloride 4.5% 

solution (Lysol) (500 ml bottle) 400 

22 Cockroach Killer (aerosole 200 ml bottle) 100 

23 Wiper for floor Cleaning 100 

24 Cypermethrin 1% Chalk (Cockroach Chalk) 

(stick) 200 


( 2 ) 

No. S3/3166/2012/IMCH. 13th December 2012. 

Sealed tenders are invited for supply of Electrical 
items in IMCH Medical College, Kozhikode-8. List of item 
can be had from the office of under signed during office 
hours any working days. Envelop containing tenders 
should be superscribed with tender numbers or indicated 
in the statements below and should be addressed to the 
Superintendent, IMCH, Medical College, Kozhikode-8, Kerala. 
Tender must be submitted is sealed cover. Tenders will be 
opened on 12-2-2013 at 11 a. m. in the presence of such 
of the tenderers or their authorized persons who may be 
present at that time. Late tenders will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Kozhikode, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 


Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of tender 
forms, in which will not be refunded under any circumstances. 

The tenders should under take the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable charges, 
Postage stamp. Draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP Tender should be accompanied by EMD amounting 
to 1% (Rounded to next ' 1) of the total cost of articles 

tendered for. The tenders not accompanied by sufficient 
EMD will not be entertained. 

Approximate Cost—' 1,82,435 
Cost of tender forms (including Tax): 

Original—' 416. 

Duplicate—' 208. 

If sent by Post postage charge—' 50. 

Closing date and time of tender forms—10-2-2013, 
3 p. m. 

Last date and time of receipt of tender forms— 

11- 2-2013, 5 p. m. 

Date up to which the rates are to be firm— 
31-12-2013. 

Further details can be had from the office of the 
undersigned duly office hours on any working day. 

c?ca)0»1cS(9S)os fflfflcuilcefflraS G<ft>o(BgK! Mtm^c/olaoj cruofflcMd6ro 
CB<fljt.cB(i3T3)1(Bejc9ffl rarejajuo^iao® goejcalLstesxnS On^gocri) ailcaxosmo 
cblaailtm GnnoorarmIraS r3c3^ejocrujca>u3 

£>cft>o ggj cmj. 3(3<^ejocru rarastesio 
ca>ojrtlfnjai2<fl3g1ro3 ra(3<^ejoaru cnautB a®tf>jcB®)6ng«r)jo crujinJsne, 
aoRn^aslc/aj <Tuo<3cMd6rocBcft>ia3o, G<ft>os>l(Bcefflos-8, Gcft>rago n£)am 
ailejoaruraimlraS (OTa®^1(dGc9S)6rrg(mj2i06rf>. 3(3<T£jO(TU2cft>c/3 (® 06 )s> 
<3£>j(3(oral stss «n°lcn)(mlglejjo cruaaxRsrmjo raracsn-jouS 
ciD0S(a0CQ)1§Jgg 3(3n£J0(TU (mado-piJQJOJfflSCBOQjO (319 01(3 
^atmajo^siCTmlmflsiSS n^ssa^aoffljsisGomo <n)0<rn1aD^(3rm1ra3 

12 - 2 - 2013-00 emits)®)! ii asmltss) (mjOceffljcm(roosm. 
6)6)(Uca>1c9S)l§janD 3(3n£jocn>2cft>a3 ruolcosmlcSffljaTKmei. 

3(3a£j0cru crua^n-p <ss)j ojoci 3 trooRsSnj mj gg aj(3 

6)a®. n<j)o. (TUl. n(j)£y. 650aO°l (TuIksS (3TdGcJ dMdl^jamnJcMdo 

rarajojua^mo® 3(3<^ejocru csnnoo633c/3 tro 06 is> siajOsjrarmlralcMjan 
tpjc&offlo (mjeft) rareSijoraS ejelcaojantroosrn. Bdi^ejocru Gcinoo&mud 
6)fflca>aogo 6>£ij(^oa3 njosjggsnei. OnJcKijcSjuS, Gnjoeaross aroocnj, 
LCWOnDO aff)cmlcu 3(3^£]0<TU G n£) 00 (313)1 S)C$ Qjl£J ®0®1 
(Tuj°lcft)(al(fifi)janD(mej. 3(3^ejocru Gaoooo ail. nil. nil. rare)®)! 
(3T3®®c8S)jcm(mej. 





(3TdS83>®S fflljcft,-' 1,82,435. 

rrilfflaniBcuio— 1 %. (' 1 , 824 . 35 ) 

B^ngjoanj ennooraroflffla^ ailei (ailcfcjffnlcruaDltmo): 

raracruroS—' 416 
cru 

nJc03(3ri_J- 208 

(3(3<^eiocru CBnnooo a/loScOffljcm (OTacucruocn cmlcoxmlcrajo 
truacffidijo— 10 - 2 - 2013 , 3 thsm\. 

B^neiocru ennooo omj“l<ft,ffllc9S)janD (araaicruocn railcoxmlcmjo 
cromeoxujo— 11 - 2 - 2013 , 5 msrril. 

(3c3neiocru oo1(a<M t^o®TJ^raiwlej1ffll(Bce6)STTe — 

31-12-2013. 

cOjjsjenroS ail cn o 6313 c/3 oj c3 roraal crua coxor® g)"} 

630nnlcru1(a3 rareecninadlijOKsS (maolcsDorujcmcnosTTi'. £>S6nec3 

cnsrus1cft)a3 ajanDolQalnjlejosMm mlglmascesijcrocmlecno 
cn1(3«5Kf)1cu<® ces> jam rail cbcido ggg (macolcftOfflo cru2(.njsng1ro3 
CDl<ftadlaJcr)ao6rn. 


Details of Electrical Items 


SI. 

No. 

Name of Items and Specification 

Oty. 

Required 

(Nos.) 

(1) 

(2) 

(3) 

1 

Sterilizer Coil 2000w 

80 

2 

Sterilizer Coil 6000w 

5 

3 

Bulb holder brass 

100 

4 

Bulb 200w 

20 

5 

Bulb lOOw 

50 

6 

Bulb 60w 

300 

7 

Bulb 40w 

200 

8 

Bulb for fog lamp 24v/70v 

15 

9 

Bulb for Laringoscope 

60 

10 

Halogen bulb with reflector 24v/250w 

20 

11 

Female socket for sterilizer round shape 

100 

12 

Electronic choke 40w 

100 

13 

3 Pin top P5 Amp 

100 

14 

3 Pin top 15 Amp 

100 

15 

Electric Bulb (CFL) 20w 

600 

16 

Battery big size (long life) 

100 

17 

Battery medium size (long life) 

100 

18 

Battery small size AA (long life) 

500 

19 

Capacitor for ceiling fan 

150 


(D(2 )$) 

20 Torch (3 cell-Led Bulb) 20 

21 Metal clad pin-3 pin 15 

22 Sunny bulb (Shadowless bulb, 32w/75v) 75 

23 Tube light 40w slim 500 

24 Extension cord with 3 point 10 

25 Emergency light portable with 2 tubes 10 

26 Frame for tube light 40w (only frame) 50 


(3) 

No. S1/6807/2012/IMCH. 18th December 2012. 

Sealed tenders are invited for supply of 
Biochemistry reagents items in IMCH Medical College, 
Kozhikode-8. List of item can be had from the office of 
undersigned during office hours on any working days. 
Envelop containing tenders should be superscribed with 
tender numbers or indicated in the statements below and 
should be addressed to the Superintendent IMCH, Medical 
College, Kozhikode-8, Kerala. Tender must be submitted is 
sealed cover. Tenders will be opened on 6-2-2013 at 11 a. m. 
in the presence of such of the tenderers or their 
authorized persons who may be present at that time. Late 
tenders will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Kozhikode, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of tender 
forms, which will not be refunded under any circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable charges, 
Postage Stamp, Draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by VPP. 
Tender should be accompanied by EMD amounting to 1% 
(Rounded to next ' 1) of the total cost of articles 

tendered for. The tenders not accompanied by sufficient 
EMD will not be entertained. 

Approximate Cost—' 18,74,855. 

Cost of tender forms (Including tax): 

Original—' 3,016. 

Duplicate—' 1,508. 

If sent by Post Postage Charge—' 50 extra. 









Closing date and time of sale of tender forms— 

4- 2-2013, 3 p. m. 

Last date and time of receipt of tender forms— 

5- 2-2013, 5 p. m. 

Opening date and time of tender—6-2-2013, 
11 a. m. 

Date upto which the rates are to be firm— 
28-2-2014. 

Further details can be had from the office of the 
undersigned during office hours on any working day. 

Gcft>0‘Ptec8S)0S G>2)(u51c96)Rj3 CBcft>0CBgS3 (TOofflcMd6TT) 

G<ft>lCB(gTg)l(B£Ic06) (3T3)<UC/8^[20Q® 6mtSCQ)06)c&>[2)l(Ti)(Sl okco>sja|f cro 
ail««ffl6mo ffluj^jcmrafleejtes) cnkmil®) ennoocmmlraS ajtra sxu^j 
3(3<iejocrujca>c(3 cMdsroln^Oc&oggjanj. 3(3<^ejocru enrasceoo 
6)nj(§>jcm cftQjoIcnjiajcfljglroS 3(3nejooru cncru(3 a®(pj(B85)sns(iS)jo 
oru2(.nJ6TB, aotm^uolaaj cn)o®c9iH6rmscft>ia3o, eca>o»>1ec9S)os-8, 
(B<ft>®go n®cro cnlejocruRSTmlraS {aradsnjlaleceosneanjmosrn. 
G(3nejocrujtft.c^ raw6w enj(3«5rt5)l§jgg (gftoratoleijo cruaaxamnjo 
rardQijjoaS ano830oc®1§jgg fl(3<^ejocTu cruffltSiTjl^jajajasetnjo 

rarsaj^ nj) a cm &j m nj s; gsrsil mil si ss n^gja^aoojascBQffio 
cruocmlrau^cgnnlcgS 6 - 2 - 2013-00 trolassnl 11 asmlcgo 
(g)jo<es)jcm(3)osrn. 06 )cu<ft> 1 o 0 fi) 1 §jar) (3t8<ieiocn)2<ft>c<3 

nj0la)6rrilc9S))(mcg)ej. 

O 6V) 

G^aejoaru cruaeSijjl aoj <uoa3 oiocgSoj aj gg tudi 

6)a®. o®o. 01)1. o®oj. 65Oo0°l Crul(g8 (3TaeoJtMd1<fl6)JCTT)riJc9i3do 
(gTajajag^aocQ) fldSnejocri) eonoo6SBu3 ®)06)»> 6)ca>osjraT3)l0lc06)j(Tr) 
«5)jca> cmasojoraS ej@1cS6)janD(g)06rn. 3(3<^ejocru ea£)0063i3c/3 
6)6)(Sjaogo 6)oj(5joa3 ojosjgganej. 6)nJd36);j<ft>c/5, enjocarues rruoaru, 

(.ODOoDO a®cm1(U fl^riejOCTU (Sa£10OCgIg)l6)n3 culej tS3)0CQ)1 
cruj“lcft)0lce6)janD(g)ej. oeS^eiocru csonooo ail. oil. oil. raira)<nn 

®Td(r»cs))<fl6))aD«5)ej. 

O 6V) 

rarasaraS anjtft.—' 18 , 74 , 855 . 
mlatmtaaj^o— 1 %. 

< 3 ( 3 o£joon) GoD00(3T3)l6)0^ oilei (crilc&jtgfloruoDlsno): 
raracruraS—' 3 , 016 . 

cru ’ 

oJc9)(3o_|- 1,508. 

G(8oejocn) G 0 D 000 oilKsSceojcm (araaicruocn cg)”lcn>(3)lcc»2o 
cruacffidijo— 4 - 2 -2013, 3 a6ir)1. 

G(3oejo<Tu eoDooo rrujItSjffllcOffljanD (graaicruoao (gilcDxwIcmjo 

(TUacaOJJo-5-2-2013, 5 a6TT)1. 

G^oejocru ®)jo t06)jcrD railcn) railojo cmmcsiajjo— 

6- 2-2013, 11 a6rnl. 

B^rieioan) ml0c86) cnlcoxo)!— 

28-2-2014. 

caqsj rairaS (u1ruffl63T3o3 (.n-i®J<3®ro)1 croaoaxorro giT) 

630oDlm)1(g8 rarcecninaflijOKsS (3iao1cs3)0(U2anD(3)0 6n). 6)S6nedS 
cnsoJsIc&uS ajanDoloalojlajoe)®) cn1 §1 ai wss>i cmcgflcs00 0 
a)1(3catg)1(iJcs»(e6)2anD(g)1cs(no ggg (3reu)1<ft>o0o cn)j(.oJ6n3lra3 
friltftailoj(g)ao6rn. 


Specification 


SI. 

No. 

Name of product 

Qty. Required Pack size 
(Nos.) 

1 

Albumin 

72 

5x50 ml 

2 

SAP 

110 

4x6 ml 

3 

CB 

140 

4x50 ml 

4 

TB 

140 

4x50 ml 

5 

Calcium 

50 

2x50 ml 

6 

Cholesterol 

20 

5x30 ml 

7 

Creatinine 

140 

4x60 ml 

8 

CRP 

170 

50 ml 

9 

Glucose 

20 

10000 ml 

10 

Phosphorus 

50 

2x50 ml 

11 

SGPT 

50 

10x50 ml 

12 

TP 

72 

5x50 ml 

13 

Urea 

72 

10x50 ml 

14 

Uric Acid 

75 

5x20 ml 

15 

Micro Protine 

50 

50 ml 

16 

ERBA Normal QC 

100 

1x5 ml 

17 

Herba Excel Wash 

150 

4x100 

18 

Multi Calibrator 

100 

4x3 ml 


(4) 

No. S1-7162/12/IMCH. 18th December 2012. 

Sealed tenders are invited for supply of Cover Glass 
(22 x 22)-1200 Box items in IMCH Medical College, Calicut-8. 
List of item can be had from the office of undersigned 
during office hours any working days. Envelop containing 
tenders should be superscribed with tender numbers or 
indicated in the statements below and should be 
addressed to the Superintendent, IMCH, Medical College, 
Calicut-8, Kerala. Tender must be submitted in sealed 
cover. Tender will be opened on 6-2-2013, 11 a. m. in the 
presence of such of the tenderers or their authorized 
persons who may be present at that time. Late tenders 
will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 





Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of tender 
forms in which will not be refunded any circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable, charges; 
Postage Stamp, Draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 

Approximate Cost—' 72,000. 

Cost of tender form (including Tax) : 

Original— ' 416. 

Duplicate—208. 

If sent by post Postage Charge—' 50 extra. 

Closing date and time of sale of tender forms— 

4- 2-2013, 3 p. m. 

Last date and time of receipt of tender forms— 

5- 2-2013, 5 p. m. 


3c8<i£J0a\) GnOODCMilSKlg QjldJ ((DlcfcJOTilcQlScSfflo) : 
rarecruasS—' 416. 

cru 

njc03(3a_|- 208. 

[3(3n£joaru eadooo ailraScOfflDajsjam rarecncruocn anlasarilasjo 
cruacraaijo— 4 - 2 - 2013 , 3 216 ml. 

G(3n£10(TU <TUj1ca.ffl1c9S)2CTT) C3T8 <U CTU 0 00 (3) 1 W «5l1 W J o 

0 rU2KS)CUJo-5-2-2013, 5 2)6TT>1. 

aaineiocru (rojo<fl6)jcm anlcmanlcffijo cruacrsaijo— 6 - 2 - 2013 , 
11 2 ) 6 m 1 . 

Q( 3 <i£jocru oblfflco® L^osnj&Ji«5ro)leilblGc96)6ris an°lcr»an1— 

28-2-2014. 

ca^sjanasS cul cu a 6313 o3 (.nJcucSoirol cru 21 cn> astro goao 
630ad°1 crulaiS aiTdcsaojnaflnjoasiS raraolasocujcmanoern. 6iS6nec3 
msnJsItSjC/S 2)2cmo1co)lo : |1&j06)aj) cnT§l6nucra<96)jcma5)T(Bcno, 
cnlfSasrtnl 6)Oj<ii)ce6)jcma»le<DO ggg (3racu1ca.0fflo cru;jinJ6ne1a53 
mlcMdlnjar)ao6rn. 

Institute of Maternal & 

Child Health, (Sd.) 

Kozhikode. Superintendent. 


Opening date and time of tender—6-2-2013, 11a. m. 

Date upto which rates are to be firm—28-2-2014. 

Further details can be had from the office of the 
undersigned during office hours on any working days. 

(B<ft>OS>1cBc06)OS 6)2l(u51c96)a53 e<ft> 0 (SgK! 2 l 0 aD^aDla 8 JCrUofflcMd 6 m 
CBcftitcBasiaflcsejceffl raraj01 ca^aoc® ca>cu (3 gdoctu (22 x 22) 1200 
(B6njo<£bcru <n1a»a>6mo eiidcgijcmanlcseicea crilo&ilan CBndooasrrolasiS 
ajLracn^j 6)S6reojca)a3 <Si9d6m1^|j6)c9>oggjcmj. a^^ejocru (3ias<s6)o 
6 >iij( 3 jcm ce>aio1cnj2i2cft)g1a53 GcS^ejocru cnarnaS a®s>jcBaj)6n§as)jo 

CrU]lnJ6TT5, 2)0an^aDlc/DJ<TUofflcfti3d6m <Scft,[a3o, (Seft)01Pl(5cS6)0S-8, <Sc9>0go 

r 4 )cm ail&jocruasroilcnS ®TdcQ>aJlffl1ec96)6near)j2i06rn. acS^ocrujc&c/S 
as) 06 )tp Gnj(6aM)1sm3 an“l<s 2 )a» 1 m> 1 ei;jo cru a cm an® jo rarecsojoc/S 
noo8Sfflocr»1§jgg aai^eiocru cruacSnjIijtuajfflSGcmo, rareoiai 
nj^aa»£i6) l ijSK3rg)lca)ls)33 a®83ogjaoaj6)scscQ)o cruoamlat^asanlasS 
6 - 2 - 2013-00 anlcmanl 11 a6rrilces> anjoceaijcrnanoem. 6)6XU<a>1<Sj1§jcm 
3(3<^ejocrujcft)C^ rualcnemlcoeijcmanej. 

3(3neiocro cruaaSn.j'l <s6)j <noo3 anoasSnj a c a; 33 cnaS 

6 )n£). o0o. (TUI. 63 0 ad 1 CTUl C03 (3ra(!nJ cMfl c96)J (TD nJcMdo 

rarajajLra^aoQQ) 3(3<^eiocru Gndoo63B«3 an 06 W ffl<ft>osja5i3)1a1c06ijcm 
tpjc&oao anj <& aras^joasS dje1c66ijcmano6m. acS^eiocru eadoo63T3c/3 
afflcOjaooo 6).nJcg>oa3 njosjgganej. 6):dce6);;ca>«3, enjoearuss 
(Tuoaii, tcmondo ng)om1cij 3c3<^eiocru eadooasurilac^ njldicojocoil 
cruj“lcft> 0 lc 0 S> 3 croanei. 3c3^ejocru eadooo oil nil. nil. raira)CQ)l 
ardocfficsajcman&j. 

rarasaasS anjcfti—' 72 , 000 . 
mlaantaoi^o —1 %. 





